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ROUNDY, William A., Bishop of 
the Baker Ward, Union Stake, Oregon, 
from 1919 to 1921, was born Jan. 15, 
1885, in St. David, Arizona, a son of 
Jared C. Roundy and Nellie White. 
He was ordained a Seventy July 15, 
1911, by Osborne Richins, and a High 
Priest and Bishop June 24, 1919, by 
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